Sampling  Summary 

On  Wed  8/5/15  sampling  crews  began  sampling  locations  from  Silverton  to  32nd  street  bridge  in 
Durango  including,  above  Cement  creek,  Cement  Creek,  below  Cement  Creek  (also  below  Silverton), 
Bakers  Bridge,  32nd  St  Bridge. 

Sampled  on  a 6 hr  rotation  starting  the  evening  of  the  5th  thru  midday  8/6/15.  Release  was  not 
apparent  at  Bakers  Bridge  until  the  morning  of  8/6/15. 

Crews  then  moved  to  sample  the  water  intakes  of  Durango,  Aztec  NM  and  Farmington  NM  the 
afternoon  and  evening  of  8/6/15. 
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